19 November 1957 
Lakehead Amateur Radio Club 
Held in the Club Room at the Fort William Police Station. 


President Pat O'Shea —- VE3FW in the Chair. 


An introduction of members revealed following activities: 


Herman Dalman - VE3DJD working on a ZL special antenna anda 
heterodyne type VFO. 


Ray Godsalve — VE3RA active with 75 meter mobile rig. 
Pat O'Shea — VE3FW having transmitter troubles. 
Frank Start - VE3AJ aerial down due to high winds. 
Also present: Choppy Walsh — VE3BPZ 


Rade Calich — VE3EMC 
Bob Nash — VE3BHS 
Ken McDonald — VE3ECK 
Minutes of the previous meeting were read and adopted. 
Pat O'Shea —- VE3FW, who had attended the Ham convention in 
Montreal in October, described what took place, giving details re 


program, hams in attendance, various activities. 


It was suggested that further work on the Club House and the 
installation of Hydro service be postponed until spring. 


Pat O'Shea -— VE3FW spoke on the new C.D. building in Fort 
William and advised that it would be ready in January '58. 
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